November 6, 2019 -- Cambridge, MA 
School Committee Election 
Cambridge, Massachusetts 
Preliminary Results (Wednesday Count) 

ELECTION COUNT SUCCESSFULLY COMPLETED 
Start 123456789 Final 
First Count >> 

ELECTION RULES 

System: Proportional Representation 
Quota Type: Droop 

Random, every nth ballot (Cambridge style) 
Surplus Transfers: Avoid exhausted ballots if possible 

Elected immediately (after the 1st count) 

Simultaneous Drop: Those with less than 50 votes 

1) Previous Count method 
Ties: 2) By election official 

3) Random (by computer) 

19,415 valid ballots. 

Electing 6 candidates. 

Quota is 2774 votes. 

There were 1,711 invalid ballots. 

(21,126 total ballots processed.) 

CANDIDATES 

Allen, Ruth Ryan 
Bowman, Manikka L. 

Dawson, Bernette J. 

Dexter, Emily 
Fantini, Alfred B. 

Kadete, Elechi M. 

Lim, Christopher 
Rojas Villarreal, Jose Luis 
Weinstein, David J. 

Weinstein, Rachel B. 

Wilson, Ayesha 
Write-In 01 
Write-In 02 
Write-In 03 
Write-In 04 
Write-In 05 
Write-In 06 
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November 6, 2019 — Cambridge, MA 
School Committee Election 
Cambridge, Massachusetts 
Preliminary Results (Wednesday Count) 

start 123456789 Final 
<< Start Next Count >> 


COUNT 1 — Tally of 1st place votes. 


CANDIDATE 

THIS ROUND 

TOTAL 

STATUS 

Bowman, Manikka L. 

+3107 

3107 

ELECTED -- 1st count 

Dexter, Emily 

+3003 

3003 

ELECTED -- 1st count 

Wilson, Ayesha 

+2689 

2689 

CONTINUING 

Fantini, Alfred B. 

+2660 

2660 

CONTINUING 

Weinstein, Rachel B. 

+2178 

2178 

CONTINUING 

Rojas Villarreal, Jose Luis 

+1133 

1133 

CONTINUING 

Dawson, Bernette J. 

+977 

977 

CONTINUING 

Weinstein, David J. 

+974 

974 

CONTINUING 

Lim, Christopher 

+934 

934 

CONTINUING 

Allen, Ruth Ryan 

+892 

892 

CONTINUING 

Kadete, Elechi M. 

+815 

815 

CONTINUING 

Write-In 01 

+50 

50 

CONTINUING 

Write-In 02 

+2 

2 

CONTINUING 

Write-In 03 

+ 1 

1 

CONTINUING 

Write-In 04 

0 

0 

CONTINUING 

Write-In 05 

0 

0 

CONTINUING 

Write-In 06 

0 

0 

CONTINUING 

EXHAUSTED PILE: 

0 

0 


TOTALS: 

+19415 

19415 


Bowman, Manikka L. has been ELECTED because s/he has met the quota. 
Dexter, Emily has been ELECTED because s/he has met the quota. 
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November 6, 2019 -- Cambridge, MA 
School Committee Election 
Cambridge, Massachusetts 
Preliminary Results (Wednesday Count) 

Start 1 2 3 4 56789 Einaj 
<< Previous Count Next Count » 


COUNT 2 -- Bowman, Manikka L. has been ELECTED -- transferring surplus 

votes. 


CANDIDATE 

THIS ROUND 

TOTAL 

STATUS 

Bowman, Manikka L. 

-333 

2774 

ELECTED -- 1st count 

Dexter, Emily 

0 

3003 

ELECTED - 1st count 

Fantini, Alfred R, 

+114 

2774 

ELECTED - 2nd count 

Wilson, Ayesha 

+66 

2755 

CONTINUING 

Weinstein, Rachel B. 

+35 

2213 

CONTINUING 

Rojas Villarreal, Jose Luis 

+21 

1154 

CONTINUING 

Dawson, Bernette J. 

+30 

1007 

CONTINUING 

Weinstein, David J. 

+22 

996 

CONTINUING 

Lim, Christopher 

+17 

951 

CONTINUING 

Allen, Ruth Ryan 

+7 

899 

CONTINUING 

Kadete, Elechi M. 

+21 

836 

CONTINUING 

Write-In 01 

0 

50 

CONTINUING 

Write-In 02 

0 

2 

CONTINUING 

Write-In 03 

0 

1 

CONTINUING 

Write-In 04 

0 

0 

CONTINUING 

Write-In 05 

0 

0 

CONTINUING 

Write-In 06 

0 

0 

CONTINUING 

EXHAUSTED PILE: 

0 

0 


TOTALS: 

0 

19415 


Fantini, Alfred B. has been ELECTED because s/he has met the quota. 
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November 6, 2019 — Cambridge, MA 
School Committee Election 
Cambridge, Massachusetts 
Preliminary Results (Wednesday Count) 

Start 123456789 Final 
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COUNT 3 -- Dexter, Emily has been ELECTED -- transferring surplus votes. 


CANDIDATE 

THIS ROUND 

TOTAL 

STATUS 

Bowman, Manikka L. 

0 

2774 

ELECTED -- 1st count 

Dexter, Emily 

-229 

2774 

ELECTED -- 1st count 

Fantini, Alfred B. 

0 

2774 

ELECTED — 2nd count 

Wilson, Ayesha 

+ 19 

2774 

ELECTED -- 3rd count 

Weinstein, Rachel B. 

+50 

2263 

CONTINUING 

Rojas Villarreal, Jose Luis 

+40 

1194 

CONTINUING 

Dawson, Bernette J. 

+21 

1028 

CONTINUING 

Weinstein, David J. 

+23 

1019 

CONTINUING 

Lim, Christopher 

+29 

980 

CONTINUING 

Allen, Ruth Ryan 

+ 14 

913 

CONTINUING 

Kadete, Elechi M. 

+33 

869 

CONTINUING 

Write-In 01 

0 

50 

CONTINUING 

Write-In 02 

0 

2 

DEFEATED - 3rd count 

Write-In 03 

0 

1 

DEFEATED -- 3rd count 

Write-In 04 

0 

0 

DEFEATED -- 3rd count 

Write-In 05 

0 

0 

DEFEATED -- 3rd count 

Write-In 06 

0 

0 

DEFEATED -- 3rd count 

EXHAUSTED PILE: 

0 

0 


TOTALS: 

0 

19415 


Wilson, Ayesha has been ELECTED because s/he has met the quota. 
Write-In 06 is declared DEFEATED, as s/he has less than 50 votes. 

Write-In 05 is declared DEFEATED, as s/he has less than 50 votes. 

Write-In 04 is declared DEFEATED, as s/he has less than 50 votes. 

Write-In 03 is declared DEFEATED, as s/he has less than 50 votes. 

Write-In 02 is declared DEFEATED, as s/he has less than 50 votes. 
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November 6, 2019 -- Cambridge, MA 
School Committee Election 
Cambridge, Massachusetts 
Preliminary Results (Wednesday Count) 
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COUNT 4 — Transferring all votes simultaneously from all defeated candidates. 


CANDIDATE 

THIS ROUND 

TOTAL 

STATUS 

Bowman, Manikka L. 

0 

2774 

ELECTED - 1st count 

Dexter, Emily 

0 

2774 

ELECTED -- 1st count 

Fantini, Alfred B. 

0 

2774 

ELECTED - 2nd count 

Wilson, Ayesha 

0 

2774 

ELECTED -- 3rd count 

Weinstein, Rachel B. 

0 

2263 

CONTINUING 

Rojas Villarreal, Jose Luis 

0 

1194 

CONTINUING 

Dawson, Bernette J. 

+1 

1029 

CONTINUING 

Weinstein, David J. 

0 

1019 

CONTINUING 

Lim, Christopher 

0 

980 

CONTINUING 

Allen, Ruth Ryan 

+1 

914 

CONTINUING 

Kadete, Elechi M. 

0 

869 

CONTINUING 

Write-In 01 

0 

50 

DEFEATED -- 4th count 

Write-In 02 

-2 

0 

DEFEATED -- 3rd count 

Write-In 03 

-1 

0 

DEFEATED -- 3rd count 

Write-In 04 

0 

0 

DEFEATED - 3rd count 

Write-In 05 

0 

0 

DEFEATED — 3rd count 

Write-In 06 

0 

0 

DEFEATED -- 3rd count 

EXHAUSTED PILE: 

+1 

1 


TOTALS: 

0 

19415 


Write-In 01 is declared DEFEATED because s/he has the lowest number of votes. 
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November 6, 2019 — Cambridge, MA 
School Committee Election 
Cambridge, Massachusetts 
Preliminary Results (Wednesday Count) 

Start 1 2 a 4 56789 Final 
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COUNT 5 -- Write-In 01 has been DEFEATED -- transferring all votes. 


CANDIDATE 

THIS ROUND 

TOTAL 

STATUS 

Bowman, Manikka L. 

0 

2774 

ELECTED -- 1st count 

Dexter, Emily 

0 

2774 

ELECTED-1st count 

Fantini, Alfred B. 

0 

2774 

ELECTED -- 2nd count 

Wilson, Ayesha 

0 

2774 

ELECTED — 3rd count 

Weinstein, Rachel B. 

+3 

2266 

CONTINUING 

Rojas Villarreal, Jose Luis 

+2 

1196 

CONTINUING 

Dawson, Bernette J. 

0 

1029 

CONTINUING 

Weinstein, David J. 

+ 1 

1020 

CONTINUING 

Lim, Christopher 

+2 

982 

CONTINUING 

Allen, Ruth Ryan 

+2 

916 

CONTINUING 

Kadete, Elechi M. 

+2 

871 

DEFEATED -- 5th count 

Write-In 01 

-50 

0 

DEFEATED - 4th count 

Write-In 02 

0 

0 

DEFEATED ~ 3rd count 

Write-In 03 

0 

0 

DEFEATED - 3rd count 

Write-In 04 

0 

0 

DEFEATED — 3rd count 

Write-In 05 

0 

0 

DEFEATED - 3rd count 

Write-In 06 

0 

0 

DEFEATED-3rd count 

EXHAUSTED PILE: 

+38 

39 


TOTALS: 

0 

19415 


Kadete, Elechi M. is declared DEFEATED because s/he has the lowest number of votes. 
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November 6, 2019 -- Cambridge, MA 
School Committee Election 
Cambridge, Massachusetts 
Preliminary Results (Wednesday Count) 
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COUNT 6 -- Kadete, Elechi M. has been DEFEATED — transferring all votes. 


CANDIDATE 

THIS ROUND 

TOTAL 

STATUS 

Bowman, Manikka L. 

0 

2774 

ELECTED -- 1st count 

Dexter, Emily 

0 

2774 

ELECTED -- 1st count 

Fantini, Alfred B. 

0 

2774 

ELECTED -- 2nd count 

Wilson, Ayesha 

0 

2774 

ELECTED - 3rd count 

Weinstein, Rachel B. 

+102 

2368 

CONTINUING 

Rojas Villarreal, Jose Luis 

+203 

1399 

CONTINUING 

Weinstein, David J. 

+ 111 

1131 

CONTINUING 

Dawson, Bernette J. 

+57 

1086 

CONTINUING 

Lim, Christopher 

+95 

1077 

CONTINUING 

Allen, Ruth Ryan 

+38 

954 

DEFEATED -- 6th count 

Kadete, Elechi M. 

-871 

0 

DEFEATED -- 5th count 

Write-In 01 

0 

0 

DEFEATED -- 4th count 

Write-In 02 

0 

0 

DEFEATED - 3rd count 

Write-In 03 

0 

0 

DEFEATED - 3rd count 

Write-In 04 

0 

0 

DEFEATED -- 3rd count 

Write-In 05 

0 

0 

DEFEATED -- 3rd count 

Write-In 06 

0 

0 

DEFEATED -- 3rd count 

EXHAUSTED PILE: 

+265 

304 


TOTALS: 

0 

19415 


Allen, Ruth Ryan is declared DE 

-EATED because s/he has the lowest number of votes. 
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November 6, 2019 -- Cambridge, MA 
School Committee Election 
Cambridge, Massachusetts 
Preliminary Results (Wednesday Count) 
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COUNT 7 -- Allen, Ruth Ryan has been DEFEATED -- transferring all votes. 


CANDIDATE 

THIS ROUND 

TOTAL 

STATUS 

Bowman, Manikka L. 

0 

2774 

ELECTED - 1st count 

Dexter, Emily 

0 

2774 

ELECTED -1st count 

Fantini, Alfred B. 

0 

2774 

ELECTED — 2nd count 

Wilson, Ayesha 

0 

2774 

ELECTED - 3rd count 

Weinstein, Rachel B. 

+171 

2539 

CONTINUING 

Rojas Villarreal, Jose Luis 

+61 

1460 

CONTINUING 

Dawson, Bernette J. 

+133 

1219 

CONTINUING 

Weinstein, David J. 

+83 

1214 

CONTINUING 

Lim, Christopher 

+ 100 

1177 

DEFEATED - 7th count 

Allen, Ruth Ryan 

-954 

0 

DEFEATED - 6th count 

Kadete, Elechi M. 

0 

0 

DEFEATED - 5th count 

Write-In 01 

0 

0 

DEFEATED -- 4th count 

Write-In 02 

0 

0 

DEFEATED -- 3rd count 

Write-In 03 

0 

0 

DEFEATED - 3rd count 

Write-In 04 

0 

0 

DEFEATED - 3rd count 

Write-In 05 

0 

0 

DEFEATED - 3rd count 

Write-In 06 

0 

0 

DEFEATED - 3rd count 

EXHAUSTED PILE: 

+406 

710 


TOTALS: 

0 

19415 


Lim, Christopher is declared DEFEATED because s/he has the lowest number of votes. 
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November 6, 2019 — Cambridge, MA 
School Committee Election 
Cambridge, Massachusetts 
Preliminary Results (Wednesday Count) 
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COUNT 8 — Lim, Christopher has been DEFEATED -- transferring all votes. 


CANDIDATE 

THIS ROUND 

TOTAL 

STATUS 

Bowman, Manikka L. 

0 

2774 

ELECTED -- 1st count 

Dexter, Emily 

0 

2774 

ELECTED -- 1st count 

Fantini, Alfred B. 

0 

2774 

ELECTED - 2nd count 

Wilson, Ayesha 

0 

2774 

ELECTED - 3rd count 

Weinstein, Rachel B. 

+212 

2751 

CONTINUING 

Rojas Villarreal, Jose Luis 

+261 

1721 

CONTINUING 

Dawson, Bernette J. 

+ 164 

1383 

CONTINUING 

Weinstein, David J. 

+ 156 

1370 

DEFEATED -- 8th count 

Lim, Christopher 

-1177 

0 

DEFEATED - 7th count 

Allen, Ruth Ryan 

0 

0 

DEFEATED - 6th count 

Kadete, Elechi M. 

0 

0 

DEFEATED -- 5th count 

Write-In 01 

0 

0 

DEFEATED -- 4th count 

Write-In 02 

0 

0 

DEFEATED -- 3rd count 

Write-In 03 

0 

0 

DEFEATED -- 3rd count 

Write-In 04 

0 

0 

DEFEATED - 3rd count 

Write-In 05 

0 

0 

DEFEATED - 3rd count 

Write-In 06 

0 

0 

DEFEATED -- 3rd count 

EXHAUSTED PILE: 

+384 

1094 


TOTALS: 

0 

19415 


Weinstein, David J. is declared DEFEATED because s/he has the lowest number of votes. 
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November 6, 2019 — Cambridge, MA 
School Committee Election 
Cambridge, Massachusetts 
Preliminary Results (Wednesday Count) 
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COUNT 9 -- Weinstein, David J. has been DEFEATED — transferring all votes. 


CANDIDATE 

THIS ROUND 

TOTAL 

STATUS 

Bowman, Manikka L. 

0 

2774 

ELECTED - 1st count 

Dexter, Emily 

0 

2774 

ELECTED - 1st count 

Fantini, Alfred B. 

0 

2774 

ELECTED - 2nd count 

Wilson, Ayesha 

0 

2774 

ELECTED -- 3rd count 

Weinstein, Rachel B. 

+23 

2774 

ELECTED - 9th count 

Rojas Villarreal, Jose Luis 

+346 

2067 

CONTINUING 

Dawson, Bernette J. 

+298 

1681 

DEFEATED - 9th count 

Weinstein, David J. 

-1370 

0 

DEFEATED - 8th count 

Lim, Christopher 

0 

0 

DEFEATED - 7th count 

Allen, Ruth Ryan 

0 

0 

DEFEATED - 6th count 

Kadete, Elechi M. 

0 

0 

DEFEATED - 5th count 

Write-In 01 

0 

0 

DEFEATED - 4th count 

Write-In 02 

0 

0 

DEFEATED - 3rd count 

Write-In 03 

0 

0 

DEFEATED — 3rd count 

Write-In 04 

0 

0 

DEFEATED - 3rd count 

Write-In 05 

0 

0 

DEFEATED - 3rd count 

Write-In 06 

0 

0 

DEFEATED - 3rd count 

EXHAUSTED PILE: 

+703 

1797 


TOTALS: 

0 

19415 


Weinstein, Rachel B. has been ELECTED because s/he has met the quota. 

Dawson, Bernette J. is declared DEFEATED because s/he has the lowest number of votes. 
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November 6, 2019 -- Cambridge, MA 
School Committee Election 
Cambridge, Massachusetts 
Preliminary Results (Wednesday Count) 
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COUNT 10 -- Dawson, Bernette J. has been DEFEATED -- transferring all votes. 



CANDIDATE 

THIS ROUND 

TOTAL 

STATUS 

Bowman, Manikka L. 

0 

2774 

ELECTED - 1st count 

Dexter, Emily 

0 

2774 

ELECTED -- 1st count 

Fantini, Alfred B. 

0 

2774 

ELECTED -- 2nd count 

Wilson, Ayesha 

0 

2774 

ELECTED - 3rd count 

Weinstein, Rachel B. 

0 

2774 | 

ELECTED -- 9th count 

Rojas Villarreal, Jose Luis 

+620 

2687 

ELECTED -- 10th count 

Dawson, Bernette J. 

-1681 

0 ; 

DEFEATED -- 9th count 

Weinstein, David J. 

0 

0 

DEFEATED - 8th count 

Lim, Christopher 

0 

0 

DEFEATED - 7th count 

Allen, Ruth Ryan 

0 

0 

DEFEATED — 6th count 

Kadete, Elechi M. 

0 

0 

DEFEATED -- 5th count 

Write-In 01 

0 

0 

DEFEATED -- 4th count 

Write-In 02 

0 

0 

DEFEATED -- 3rd count 

Write-In 03 

0 

0 

DEFEATED - 3rd count 

Write-In 04 

0 

0 

DEFEATED -- 3rd count 

Write-In 05 

0 

0 

DEFEATED -- 3rd count 

Write-In 06 

0 

0 

DEFEATED -- 3rd count i 


EXHAUSTED PILE: 


TOTALS: 


+1061 2858 


0 19415 



Rojas Villarreal, Jose Luis has been ELECTED, by the process of elimination. 
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